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3.75 (a) 

HOUSING FACIUT1ES. GENERAL 

** Against "Juanrta" lf»e olive balboons prtmaf/ enclosure there was a cracked (lead tree that was leaning on the 
qurtside qf ttie primary qnqlosura Iti&l pould potentially damage it and possibly cautSfl injury tq the animal. The primary 
enclosure shall be maintalnod to protacl the animals from Injury. It was corrected by the evil Intervrew 

3.75 (c) (3) REPEAT 

HOUSING FACIUTIES, GENERAL 

** In "Juanrta" Ibe olive baboon, "Cbucky" the rhesus macaque and "Pamela' the spader monkey's night houses Ibere 
was [?ld lepas, dirt and debris In lba near ql it artd harj not been spul-oleeined [;laily. Hand surtaces in which ngnhuman 
pnmates come In contact tnusl bo spot daanod daily and sanitized lo prevent acctimulallon of excreta » disoa&e 
hazards 

3.80 (a) (1) 

PRIMARY ENCLOSURES, 

** In "Juanrta" Ibe olive baboon's primary enclosure there was a 2 x 6 board Ibat was attached lo the border of the 
night bquee that had an a3(pi?>ee[;l npil. In the brown lemurs enplgsure Ibere wae aleo ^n e^^poeod nail heari and e giep 
between to supporting post on IPm primary endosure In which the animals could potentially get burtg or stuck In. The 
primary enclosure shall be designed and constructed lo prevent the animate from injury Correct by August 26, S0 1 5 

’* In "Chucky" the rhesus macaque's primary endosure Ibere was a triangular hole In the- wire approximately eight 
inches at one end and about eight inches long. There is potential tor the animal to become enirapped, escape or 
arvoiber animal to onLar the primary andosura. The housing tacililias lqr rwihuman primaias musj ba kept in good 
repair and protect the animal from injury^ contain the animal and restricl other animals from entertng. Correcl by 
August 23, 2015. 
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3-62 (d) 

FEEDING. 

The spider mon^tey and Ihe bonnet macaque had feeding! bowls that were sitting in the din outside the enclosure. 
They are reqyir^ |p reach through the leng^ tq retries the focsd From the leading bawls. The area aatsde the 
or^losure Is not required to bo cl&ar^od or samtizod and not socuro to koep vermin and posts From contaminating the 
feed The feeding bowts shall be located so as to minimise any risk of coniaminalion by pests and werniin. Correct by 
August 21, 2015. 

3.125 (a) REPEAT 

FACILITIES, GENERAL 

■** In Ihe primary enclosure conlaining a tiger, the frorift pad of the enclosure is 1 & leet tall siraighi up al the highest 
point. There is vegetatign growing up the side p1 the tenge causing the fenoa to sag several feet in two areas. At 
sovoral points thoro wore piocos ol luinbor that wore supporting iho uppermost port oF iFk Fonco ihaE wore rotton 
and rveeds to be repaired andr'or replaced. The primary enclosure fence needs to be maintained to ensure that the 
tending is the haighit ibat can appropriately coniain Ihe arimala and in g^iod repair. 

“ The coalimundi’s cage has an old nisted wire fence on the inner side oF the newer lencing. Parts of ibis older 
toning has brokan pointy ends. Tho ocalimunrli'a climb all ever the caga and lha painty and£ could potentially iniure 
the animate. The lencing oF the primary enclosure shall be struclu rally sound and shall be maintained in good repair 
to protect the animals From injury. 

’* In Ibe cougars primary endosune there was a hole in Ihe top of the platform. A rail head was also exposed, The 
wDord plallorm was olso orajgked in the midde. There is potential Ipr the cougars tg eritrap their Irxil in Ibe hgle end 
causa Injury. Tharo Is also polonllal For lha cougars lo injure lhomsah/qs on the OKposod nail head and For tha 
platfonn to brealt under the weight of Ihe cougars. The platform shall be maintained in good repair to protect the 
animals From injury. 

“ Around the tjtack bears primary enclosure there are posts stabilizing the fencing horizontally that needs repairing 
and replacing. There is potential lor the lencing lo ccme down allowing the- aniimaJs lo escape. The pesl shall be 
mainlarned in good repair to protect the animate from injury. 

In Ibe grizzly bears primary enclosure there is a large hole Lhal is directly benealb a thin cor^crete slab. Since the 
concrete is so thin and Ibe bole beneath it te so large, with the constant traffic ol the bears walking on it, it could 
polgnlially collapse causing injury tg the boars. Tba Flporing in |bg enclosure sball be alructurelly sound and 
mainlamed In good repair to protect tha animals from Injury. It was corrected by tha eidt mlervlew. 


3.127 (c) 

FACILITIES. OUTDOOR, 

’* In Ibe grizzly bear's enclosure there was an area adjacent to the pond Ibal was muddy that the bears 
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were walking through An area that doesn't drain arxJ that allows water and mud to accumulate hfis the potenDal lo 
saniiatign releled A suitable method shell be provided to rapidly eliminate water. Correct by 

SefUember ifl, 20tS 

3-131 W 
samitatiom, 

** The top ol the t^ers enclosure was covered in decomposing old leaves and debris The top of the sheet rnelal roof 
OTukl nol be observed end could pgtontially degrade the rpol ceusing i| tg be in dignepeir. Please keep the rpol o1 the 
or^losuro cleaned and frao o1 okt Ica'^s and debns. Correct tsf AugusJ 2016 

In Ihe goals and sheap enclpgure there were several strands of green hay twine scaliered ecndsa the ground artd ii 
needs to t>e removed. The animals could potentially Ingest Ihe twine or get langicd In it. It was corrected by the exil 
interview. 

** In Ihe Wack bears enclosure there was a pool that appeared dirty and in need of cleaning. The (adlily stated that 
they clean the pools onc« a weeh. There are 4 bearg. in thia enclosure utilizing this pool. The Ireqnency in which thia 
pool is cleaned out for the Mack bears may raed lo be mcreasad to preveni drseasa hazards or illness ol the animals. 
Correct by August 2&, £01 5 


The inspection and exit interview were cornducted with Ihe owner and Bart Sutherland, VWO 
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